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Hifi Stereo Headphone 



Standard product information 
System information 

• Magnet circuit Neodymium 



• Frequency range 

• Impedance 

• Sensitivity 

• Max. power input 
•Type of connector 

• Finishing of connector 

• Length of cord 

• Cord material 
•Voice coil 

• Speaker size 

• 12NC 

• EAN 



8 - 29 000 Hz 
32 Ohm 
106 dB 
500 mW 

3.5 - 6.3mm stereo jack 

Gold-plated 

3 meter 

OFC 

CCAW 

50 mm 

9082 100 00183 
87 10101 65155 2 



Packaging information 



• Type 

• Material 

• Dimensions 

Inner carton 

• Quantity 

• Dimensions 

• EAN 

Outer carton 

• Quantity 

• Dimensions 

• EAN 

Country of origin 



Blister (lock tab) 
PET 

240x 230 x 120 mm 



3 pieces 

244 x 244 x 381 mm 
87 10101 98633 3 



24 pieces 

509 x 509 x 787 mm 
87 10101 98632 6 

China 



Powerful performance and wearing comfort 

The SBC HP615's 50 mm Neodymium speakers provide 
superb sounds for the music lover, while an adjustable inner 
headband brings new dimensions in wearing comfort. 

High-end stereo headphone designed for digital 

Provides very high quality reproduction of the latest sounds in 
digital stereo. 

SO mm Neodymium speakers for superb sound 

The sound quality from this headphone is superb, thanks to 
the 50 mm Neodymium speaker elements with 
Copper-Gadded Aluminium Wire (CCAW) coils. 

Self-adjusting headband with Air-Flow technology 
for maximum wearing comfort 

The inner headband is self-adjusting for individual tastes, and 
the Air-Flow technology ensures cool wearing comfort over 
long periods. 

3 meter single-sided OFC cable connection for clear 
sound transfer 

Oxygen-Free Copper cabling ensures high-quality sound is 
transferred from the audio source to the headphone. 

3.S - 6.3 mm gold-plated connector 

Ensures noise-free connection to all types of audio systems 
for high-quality sound performance 
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